The Cable Box 


Chullie tried the softer boot for the Cisco 89446a-U. 
Volume -+ and Info all pressed at the same time. 


Ryna felt it would straighten itself out, ever the lazy optimist, 
but Chullie missed The Children The Children. 


Especially Lorna, who, though villainous to most, lodged 
in his heart. 


Nothing doing, so he got Ryna on the cell. He wanted her to hear 
the hard boot, yanking the power plug and watching the Cisco 
run through its reconfiguration. 


-I'm pulling it...now! 


-Let's hope. | know you haven't heard the latest: 
actors on certain shows can vote viewers off. 


-Old wives tale. 

-Oh? Your vixeny Lorna is the prime suspect. 
The box quit at V-434. 

-Oh God! that's the vote-off code! 
Squealing, she. 

-You positive? 

-My girlfriend Melody hasn't stopped crying. 


Chullie began, at duplicitous Lorna's betrayal. 
And Ryna’s incomprehensible glee: 


-| have you all to myself now. 


